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UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
XxX £.005 FRACTIONS + 1/8 
XX Eo ANGLES +.5° 
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1. BREAK ALL SHARP EDGES 
.015 x 45° OR .015R 
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1.54 
FULL R 


LASER ENGRAVE T/N, S/N, 
"MADE IN USA" 
FILL WITH BLACK PAINT 


CLAMP 


AEROSPACE 


ib CLAMPING DEVICE 


WHITE DELRIN/ACETAL 


UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
XXX t.005 FRACTIONS 1/8 
XX t.01 ANGLES #.5° 
X E1 SURFACES - 125/ 
1. BREAK ALL SHARP EDGES 


DRAWN BY: .015 x 45* OR .015R 
PRAWN BY: |DUERFELDT 2. DIMENSIONAL LIMITS APPLY 
CHECKED: CLOUGH AFTER PLATING 


- 3. INTERPRET DIM AND TOL PER 
OPPS APPR: | ANDERSON ASME Y14.5M-2009 


LINDSAY USED ON MODEL 
GILBERT H145 


SOALE 2:1 DATE 8/16/2016 SHEET 2 OF 3 


REVISIONS 
This drawing, specifications, and concepts contained here in are the sole property of 
Dart Aerospace, and may not be reproduced or used in any fashion without the REV ECR DESCRIPTION DATE INITIAL | APPROVED 


prior written permission of Dart Aerospace Eugene, OR. 


2.25 = 
.27 16 p 


SR.16 
MED KNURL Mé6x1.0 - 6g 


AEROSPACE 


ib CLAMPING DEVICE 


idi RBE1X56-153-866-3 


MATL 4140/4142 UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 


.XXX + .005 FRACTIONS + 1/8 


XX +o ANGLES +.5° 
X E1 SURFACES = 125/ 
SPEC ASTM B633 TYPE | SC 2 1. BREAK ALL SHARP EDGES 


.015 x 45° OR .015R 


DRAWN BY: 
CHECKED: 
C3) OPPS APPR: 


DUERFELDT 
CLOUGH 2. DIMENSIONAL LIMITS APPLY 
ANDERSON ^ ASME V14.5M-2009 O- PER 


LINDSAY USED ON MODEL 
THUMB SCREW GILBERT H145 
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